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OFFICE OF RESEARCH AND DEVELOPMENT 


GENERAL NOTICE 45 
24 MAY 1971 
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Effective 1 June 1971, iS := 


designated Chief, Optics Division, Office of Research 


and Development, DD/S&T vi Ri 


Robert M. Chapman 
Director of Research and Development 
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